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Message Text 


TAGS:OTRA, OGEN, ETRD, EIND, TBIO, NA, BE, SZ, GW 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING 
AND VISITING EUROPEAN UNIVERSITIES. 


1 . FDA ADVISES THAT MARVIN ROSENSTEIN, PH.D., ASSOCIATE 
DIRECTOR (ACTING). DIVISION OF ELECTRONIC PRODUCTS, BUREAU 
OF RADIOLOGICAL HEALTH, WILL BE IN EUROPE MAY 21 JUNE 

3, 1978. 

2. DR. ROSENSTEIN WILL BE ATTENDING THE SIXTH SYMPOSIUM 
ON MICRODOSIMETRY IN BRUSSELS MAY 21-17, WILL VISIT 
INTERUNIVERSITY REACTOR INSTITUTE MAY 23-25 IN DELFT, 
NETHERLANDS, UNIVERSITAT BERN MAY 28-31, BERN, SWITZERLAND, 
AND INSTITUTE FUR STRAHLENSCHUTZ JUNE 1-3, MUNICH, GERMANY. 
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3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. CHRISTOPHER 
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